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LIMITED OFFICIAL USE STATE 184580 
PANAMA FOR OIC/RTC, RSS, AID; FROM SY/OPS/T 
E.O. 11652: N/A 

TAGS: ASEC 

SUBJECT: WALK-THRU METAL DETECTORS FOR USAID PANAMA 

REF: PANAMA 4729 AND 4787 

1 . REQUEST FOR WTMD HAS BEEN RECEIVED BY SY/OPS/T. 

2. SHORTAGE OF DETECTORS NECESSITATES ALL REQUESTS BEING 
PUT ON A WAITING LIST. DISTRIBUTION OF WTMD'S IS DETER- 
MINED BY POST TERRORIST THREAT LEVEL AND DATE OF RECEIPT 
OF REQUEST FOR ITEM. A FORMULA HAS BEEN INITIATED TO 
ALLOW A LOW THREAT LEVEL POST TO RECEIVE A UNIT WITHOUT AN 
UNDO WAITING PERIOD. HIGH THREAT LEVEL POSTS WILL RECEIVE 
WTMD'S AS SOON AS UNITS ARE AVAILABLE. 
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3. POST. RSO, AND RTC WILL BE ADVISED BY SEPTEL WHEN WTMD 
HAS BEEN SHIPPED. FROM SHIPPING DATE, ITEM SHOULD BE AT 
POST WITHIN FOUR DAYS IF TRAVELING BY AIR CARRIER. LAND 
CARRIERS WILL TAKE LONGER. VANCE 
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